QIALITY CRITERIA
FOR WATER REUSE

Panel on Quality Criteria for Water Reuse

Board on Toxicology and Environmental Health Hazards

Commission on Life Sciences

National Research Council

NATIONAL ACADEMY PRESS
Washington, D. C. 1982